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't ie the rcai situat^lon betwoan Russia and China? 
How doe It affeQt ttwi United States? 


25X1 



Will China and Busela stick together, and if so how long? 

Does China's action in Korea show tnat Chine a, puppet of Rttsala? 
Will China become a second and stronger Yugoslavia? How does Amer- 
ican policy and action affect the situiM^on? 

The ' r.=wers are of Immediate and Vital Importance to Americans 
and to the entire free world. To find the answers we must first look 
at the record, and especially the recent record, of China's relations 


with Russia, 


Russ! 


periallem: before 


A remote incident In Manchuria In 1929 was the precurWr' bf 
World vsr II and a preview of Russla<| post-war tactics, 

July ‘’4, l;729, was the day President Herbert Hoover had fixed 
for a ’solemn celebration of the Kellogg-Brland treaty outlawing war. 
Two weekc earlier, China had removed the Soviet Russlnn manager of 
the Chinese dsstern Railway, Mr, Emshanoff, charging that he arid the 
other Russian eracloyees were conducting subversive propaganda. In 
Hay the Chinese had raided the Russian Consulate in Harbin, finding 
evidence to that end. And Buesla had been arresting Chinese mer- 
ehants in Iberia. 

On July IR, 1999, Secretary of State Stlmson asked the help of 

Britain, France, Italy, Japan and Ceraany In preventing a conflict of 

arms. But nussla rejected tnedlation. In October, Ceneral ‘ eng 

Yu-hstang, who often worked with tnc Russians, started a serious 

civil war in Central China. Hy November Russi a had mads its niiXJ.tairy 
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pi^arations and attacked^ “ After, a IgHt oo the frontl-ar®, 

Russian forces weFS Tlctorious, China ’^jjp^sd to r estors 

' -■ : 0 ' 

as railway raansgsr, s key spot, 

Here Hussia had showed that an aggressor oould act in certain 
areas by clever and bold means the sertoui opposition ^ 
other countries. Japan took the lesson, to he^irt, and was etti^hraged. 
to seize all Manchuria beginning In September, 1931, came 

Mussolini In Ethiopia and Hitler In Europe, 

Here also we have a preview! of Russian tactics. Even then it 
was the Kremlin's policy to stir revolt in other oountries, to use 
force against its neighbors and to tingle out the United States for 
attack, Tne Communist International in its issue of August 3i, 1929, 
denounced stimeon’s mediation as "American imperialism", and charged 
the United States with trying "to put its hand, in some form or 
other, on the Chinese Eastern Railway." * That line of abuse has a 
familiar sound today, 

» Quoted in PaliiTn . The Rise of Huss3ys in Asia, page 265. 

Japan's seizure of Manchuria in 1 931 -J52 brought together ituasia 
and Nationalist China in an uneasy alllenoc. This broke up about 
1943. Now it Is replaced by alliance between Russia and Communist 

China. n- 

The Chinese Communists are now telling their people that their 
Invasion of Korea is s fight against "imperialism. ” They are telling 
their troops that, if they do not fight the Americans in Korea, they 
will have to fight them on their own soil. They do this to raise « 
smoke screen - to try to turn China's growing nationalism against the 
United it' Us and the free world. And also to whitewash Russia. 
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This coa#«, strangC’iy enough^ lit fi tla» when RuiSiH le thR only 
power whose Imperlalle® is a tnreat to other peoples. 

Aleo It Igp.oreB the plain fact that in the past Russia's Imperial- 
i8Bi\hAe been far more ooetly to China than that of any country but 
Japan. 

The Great Wall, finished 2,000 years ago, is a monument to 
Chine's fear of aggression from the north and west. But let us 
deal with more recent times. 

Russia, expanding eastward to occupy Northern Asia, got a firm 
footing on the Pacific only a hundred years ago. This, by a historic 
coincidence, was Just when the United Rtates reached the Pacific in 
its westward expansion. In 1R58 and 1860 Russia took advantage of 
China being Involved in war with England smd Erancc, and forced China 
to give un all the land north of the Amur River, the present border 
of Manchuria. Thus Russia got Vladivostok and it« •‘Maritime Provinces 

Then Russia went ahead with plans to seise Manchuria - the 
“bloody triangle" which China, Russia and Japan have so lorg strug- 
gled to control. Manchuria is one of the world's richest regions in 
natural resources - land, timber and mines. Its control would give 
to Russ is an ice-free port on the Yellow Sea. 

Around the turn of the century, Russian designs on Kanchuria 
were defeated but not ended. First the Ruseiane were balled by 
diplomacy - the opposition of Britain, France and Japan, with the 
United states also taking part phrough John Hay's open door policy 
from 1899, Diplomacy gave place to war when Japan pushed Russia 
out of Manchuria In 1904-06. 
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It' then was Japan* s innings. Yet -uasla for part of the time 
waadsle to olalm a sphere of Influence in Jiorthern ^^anchurla. In 


1907 Huasia and Japan agreed aeoretlj upon ?* division of interests - 
stakimj out olaiiM in Worth aa^ South Kanohufia reiipectivglyi 

Meanwhile Russia was using every Beans to encroach in Sentrpl 
Asle. Outer MongoliR was under 9hlne«e suzerainty, hut wanted to he 
independent. By un. Outer Mongolia hod fallen under full Hussian 
control. Hers Coamunlst Russia used for the first tiise the methods 
of penetration and deceit which have since hecoiae common in over- 


ooaing neighboring states. 

Also ’Russia soui^t, with varying eucoess, to extend Its Influ- 
ence over t3litna*8 Central \aian province of hinklang, “Chlneea 
Turkestan*. 


’ussl«*s main enoroachsient on China, however, was not in terri- 
tory seizei. It waa rather by Coismunlst penetration. Evea before 
the Communist© were firmly in control of ell of Russia, they gave 
high priority to action in Chine. 

First tl»! youns? Chinese Coottunlet party, under directions from 
Moscow, worked with the fuoalntang. ifhen Chlang Kai-shek, early in 
I *97, founl the leftist elements under-cutting hi® by direction of 
tae Russtans he acted firmly. He broke with both, sent the Russian 
advisers home, set un the fiatlonallst Covernaient as m independent 
regime in flanking. 


■^hls caused p furor in Moscow. Pavld J. Dallln, In his authori- 
tative book, ”The Rise of Pussla in Asln** .(pngn 990), calls this action 
«3t®lin»? defeat In Ehina**. Hs says; 


“It was decided to consider the develcoasnts in China as 
slgn« of progress of the revolution: freed of the dead 
weight of the Kuoffllntang*e right wing, the revolutionary 
movement could now develoh In^ a Rovlot aoveiaent in 

The new. instructions celled for the creation of 
le developsent of an agrarian re- 


pi?is£nts*^lov ndplSi . 

volution, the creation of a . 
all, the appl lost ion of a Re 


freat new arsy, and, -sbove 


error' 
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He Quotes the following resolution whloln the Executive Committee 

of the Communist Internationnl adopted April 14, 1927s 

’'V/e declare Ghtsng Kai-shek a t#ftitor and an ally of the 
imperlRllst b'^ndlts, nn enemy of the revolutionary Kuo- 
ffiintsng, and enemy of the working elase and of the Com- 
munist International", 

The policy whlcn Huaela then impreseed upon the Chinese Com- 
munists is the one they have strlotly followed ever since. 

What is written here is only a short summary of the manoeuvres- 
probably as ooranlicated as any whiflik history records - by which 
Russia pursued its long-time aim of expansion at China* s expense. 

But it makes crystal clear that Russia, whether under the Czars or 
the Reds, has never relaxed its imperialistic designs upon China. 

Xalta and after 

China - to our ahame and lasting detriment - was not consulted 
about the secret Yalta agreenent which promised Rusflla vital rights 

i ■ 

in Manohurla. Early in 1945, when rumors began to leak out that 
China had been sold out at Yalta, I mentioned them to a leading 
Chinese official. He said: "If your country does this. It will pay 
for it many times over in American blood". Already the grim prophecy 
is coming true. After Yalta the Chinese Government wae in no posi- 
tion to resist the combined pressure of Russia, the United States 
and Great Britain, So China sent delegates to Moscow who signed 
treaties on August 14, 1945, to give effect to this agreement. 

China signed most reluctantly, inpelled not only by American 
and British pressure but by a feeling that - matters having gone so 
far - it was better to avoid an outright break with Russia, and put 
In the record Russia's promise to support only the National Oovern- 

ment rather than to fade Russia* a certain Imraediate hostility and 
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$.aterf0i»ence on bshalf of the Oilnes® CoRsmuniets. Dut aj.na*s 


Xeaclers had no faith in Hu 0 ®ia*s prosieew, and irfare not at all 
surprised to see theia broken almost as soon as the Ink was dry 


on the treaty. 



■ uesia, vsftor its **48-hour war" with Japan, occupied l^anolraria. 
fhe occupation had three isain features. First, the Hussistns looted 
about two billion tlollare worth of saohinery and raw aatcriais and 
food. They claiased it was ^war booty**. But a chief osotive waa to 
prevent China froa getting the invaluable industries - and to prevent 
Manchuria, with hmerioan help, froa being Integrated with both China 
and Jacsii In a way that might threaten Bussla’s predoisinanc© in that 
part of the world. Removal of the roachinerj*' caused great loss, and 
much of what the Russians took rusted away or was ruined by mrsovnl, 
This r*o« has proved a blessing in disguise. 

Second, the RusBlans turned over great stocks of captured 
Japans EC arms and war supplies to the Chinese Comnunlsts. 

Third, the Russian troops did not evacuate Hanchnria .until they 
were satisfied that Chinese Cotamunists were ready to talce over so 
much of its area as to make the national Covernfflent* e probiea 
Iffiposslbia of solution. 


'riic 1945 treaties were most unpopular in China. The vicoole 
and government biased both the Rnlted itetes and Huseia - and Justly. 

When Mao Tge-tung and his nldes went to Moscow in the latter part 
of 1941', after conquering continental China, s chief objective was a 
aettlement that the Chinese public would believe restored at least 
some of China* ss position in Msuaohurla. The many weeks taken by 
negotiations showed that Mao did not have an easy time. But he was 


able to perauade^i^*®^**® leaders to aake aoiae concessions, at 
least on pape^^The Slno«Hu»slan treaty of "friendship, alliance and 
mutual countries 


wo countries 
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■for th® purpose of pr^ventiag s repetition of aggression 
f?ad violation of pea as on the part of ifapsn or any other 
•itate Mhioh should unite with Japan, directly or indirectly, 
in actS' of aggression.* 


This is doubtless Rlleged a® the basis of Chins* # intenrention In 


lores.' 

The treaty vent on to say? 

•In the event of one of the High Contraotlng Parties 
being attacked by Japan or Ststes allied with it, 
thus being involved in a state of war, the other Hiljiit 
dontraeting Party will ianediately render ©ilitery and 
other ssiietanoe with all the ©eane at it® dlepOBalf 

The parties could t# e this as giving a ground for direct Russian 

intervention in case aillitary measuree up re taken against Chinese 

territory, Thue bombing of Hanchurian air fields or industries might 

at least bring In Russian airplane® and perhaps submorinee, 

Besides this treaty, s seconrl treaty dealt with return to Chine 
of some of the railway rights which Husels seized 6 d yearE ago, which 
were then lost to Japan, and which the falta agreement restored to 
Russia. The preamble of this second treaty says that *a new approach* 
is possible because of the trlunph in China of “a nev 3 eopie*s Govern- 
sent". 


liussla also agreed to withdraw its troops from - ort Arthur. 


lesiiJes, Ruasift agreed to transfer certain property in Dairen durln'^ 
1S50.. ■ , ' 

I ^ 

But the question of Port Dairen was to f ‘further corsRidcred* 
upon conclusion of a peace treaty with Japan. And Hussis reuslasA 
thf Chinese '‘astern Hallway which bisect® Hsnchurla. 

t These Bgreement®, except the Cairen transfers, were to be ca,rrled 

>ut by the end of 1952 or upon ooncluslon of a peace treaty with Japan 
whichever is earlier. 


«inally Husfiift granted China credits of IwO-C miliion, r*t it 
interest, the credits were to"' b» repaid by deliveries of raw materi-al 


or gold i'^^9vl<fi^§i^R^irl#2^/^t#riSr-RDp!M®89^*W3Si5b6^iW 
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Will F.ua«la carry out its promises? Thlfi Is n fair question 
when iiny nomaiunlst country — not to speak of tin?© -* signs an agroeaent. 
Press reports of January 17, 1961, say tnat the Peiping mdlo annoimcecl 
that liusBia had coaoXeted transfer to Chino of the -rt^pertles In 
Kf’nchurla to which the 1950, agreement relates. If Russia does not 
make good on the rest of the deal, Its position In China will he 
definltsly hurti 

ne showing Hussia*® aiss, after these agreements weire made 


pubiio another announcement was quietly isacle; that Hussia would 

have the right for 30 years to help oj^lolt oil and non-ferrous 

in Central Asia 

met- Is in Slnklang Province/ This is the only promising oil area 
of China, Sinklang also contains uranlua. 

Russia still keeps rpeolal privileges in Manchuria, Despite 
desperate fafsine in iTnlna, hundreds of thousands of tons of Manchurian 
grains have gone to Hussla in the pnBt year. Russia keepe the Ohinese 
Eastern riailway rights, Strong Russisn forces are 6^>id to he ut 
Harbin, i^ven after the Chinese Communists v^on Manchuria fro® the 
hetlonallsta, a strict border guard was kept between Hanchoria and 
China proper* 


Underlying all iiappeiiings is the Chinese Communists* oO-year 
tie with Russia. Thie runs counter to the long-time view in Chins 
Uiat the United States is their friend and Husaia a designing enemy. 
ISiougii trie Ohinese people are familiar with propaganda and discount 
pro-Baesian talk, these will have effect both now nnd in the long 
run. But they might be countered by obvious Russian deeds, and 
the plain fact of Husslcn Interference in China. 
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eneay of China and Suggia 


The key poeltion whioh Cosiaunlst Chins and g«v# to Japan 

In the I960 a^reaaent shows a line of ooaaon Interest which dates 
bacfe some distane#. 

China, far more than Russia, hfts felt the force of at ite 

worst. Vsny times in the half century up to 1945 Japan took sdyantsge 
of China** weakness- to seize territory - Formosa, the Fessadores 


lElands, Shantung Ctemporarily) ani Waneharla. All this oulminated 


when, in 1937, Japan began its disastrous orusade to make all China 
its V«;8-S»l. 


It in not surprising, therefore, that the Chinese- people feel 
deeply against Japan. This feeling it like that of _ the branch against 
Jertaany. 

Russia suffered defeat at the hands of Japan in 1904-00, both 
on land and sea. That, defeat, whloii checked for several decades 
Russia* s drive for.a warm water port, has rankled in Russian mtaoi^. 

Japan has remained a chief enemy of Russia. 

f 

:\fter Hitler* s. rise, Russia faced threst-t on twn fronts, west 
end ee-et. There crtO be no nuentlon of Russia* e graving fear of Japan 
following Japsh*® "Manchukuo* sAventure beginning in 1931. By 1936, 

Buntia had definitely concluded it should work with -Inina l,n reslstii^ 
Jftpan. This policy led r'ussia to aupport the Hsttonniist -Government 
of uhianF Fal-shek. This was despite Chieng havln;" thrown the Huselans 
out of ’China 10 years earlier. 

It is ,now clear that Russia urged moderation on the Chinese 
OcHMiunists when they kidnaped' Ohiang at clan In Fecember, 1936. 

••RiSEian influence probably saved bis life, slnca Russia felt th'-'t he 
the only man who could unite China against' Japan, flee -Hu 
**Chln® In ftolih»-s Grand Str»tegy*j Foreigh Affairs . October 1360,'F«4ge 32). 
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^«ii Japan attacked Otilm In Jttly, 19C*7, *^uaala etsrted giving 
*5 13 to China in Karch, 1936, aina KoAthe before the United states did* 
This sld not only in the fora of credits totalling ,$S50,OOOyODO, 
of which whlnn used two-thtrda. Thiaala sent to China planes sad 
aviators to fight the Japanese and also allitary supplies. 

Tet Russia wes not a whole-hearted idly of Oilna. Because of 
fear of a two-front war Hussia fait bound to appease Japan. In April, 
1941, Huasia and Japan signed a flve-yesr neutrality pact. This suited 
both since Kusslo feared derasan attack, which eaae In June, 1S41, de- 
spite the HuBCo-Oorman non-ag^rre salon pMt of August, 1939; and Japan 
wiahea to be free to push its adventures in ^.outheaatsrn Asia and the 
Pacific. Also RuBsla refused to allow transit of lend-leuse trucks 
and supplies to China via Central Acia, 

But Husela*8 fear of Japan was «o strong that Ruselan arms and 
supplies went to the Chinese national let a only. There is no evidence 
that appreciable Hussian aid went to the Chinese Coffiiaunletti during 
the Sirjo -Japs? nose war, 1937-45. Mussia, however, certuinly advised 
snd largely controlled them through usual Csmintern sh'-nnele. 

The Coffimuntst party line was stmng in praise of nationalist 
China and Chiang until early 1943, when the Russians defeated the 
aeraans at Btalingrsd. Also the Aierioan forces hal begun rolling 
back the JapsneBe in the Faciflo. nusala felt sura of final victory, 
and changed the party line to attack Chlang and support tha Chineaa 
Oomiunlsts. 

In 1946, whon the war ended, there was one point on which all 
Chinese factions - Niionallat? ami J'ommunlste - strongly agreed. 

That wa« that Japan raust be kept down Billtarlly, pollticr^IIy and 
even economic a7.1y. In China there wms praotlogl unanimity in oppooiny 
tU£? American and allied plan to rehabilitate Japan, ev«?n titcugh Japan. 
WS8 being diaaraed. 
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^ likewise hAs been flraly 4|pposed to any Japiitfss 

revi^li^, unlega jyidei. full Russian nintrol. One of tlH gains which 
RuBBla won at fiiltta was the Kurile Islands which guard the eastern 
approach to Siberia. 

Thus, apart from Coseiuiiiiit dootrine, Re<^ China and Ru8S^?-de- 
splte basio oonfllotg can riadily find a major ooEnon interest for 
the urosant at least In policy toward Japan. This eaeily extends to 
opposing the 'United States - whlo^ is now the chief arbiter of 
Japan* i destiny. 

Where the United States comes In 

To Amaricans it Is a shock to see Chine as an owmy. The Wnlted 
States has long befriended China, haa never sought Chinese territory > 
has been the leader in aiding China to recover full natlonel status, 
and has given China generous aid, l^th diplomatic and financial, 
on many occasions. 

To innumerable Chinese, other than Comounists, it is also a ehook 
to find China opposed to the Oia^ted States, A large part of Chine* s 
leaders have been educated in the United States or Amerlcan-eptwi^ored 
colleges. In China theM remain many faithful friends of the United 
States. 

How real is the split which the Communists are engineering 
between the United States and Cfitno'? Certainly It is real, deep and 
permanent so far as concerns the Chinese Communists now in control. 
They are steeped in Russian Coramunlet Ideoloi^. From the beginning 
they have ^leaned to one side”, as Kao puts it the Russian side. 
This means not merely to love Russia but to hate all who do not bow 
down to Russia, conspicuously the United States. They promote a 
long-term program of miseducakion whereby students, from the youngest 

soviet 
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Union it "a kind and loving Big Hither”; tho United States iv*5 
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’•capitalistic** and ’•linpertaliBtio**. 

But, besides that, the Chinese Coomunitts have in their view 
real and Independent grlevancet agaliliil ut. We aided and ar» elding 
their arch-eneffly, Ohiang KaloShdk. Our policy is to keep alive 
opposition to their regime and io seek it* downfall. We prevent 
their effort to take Formosa, which wae promised to China at Cairo. 

We refuse to recognize them, despite the extent of their control of 

China. We block their admission to the UN. 

They are trying to popularise thnlr grievances and Hum them 
into a nation-wide anti-American attitude. Randall Gould, former 
editor of the Shanghai Evening Fost . writing in the .2^ris|i^ 

Soienoa Monitor January 16, 1^61, quotes a Shanghai propagandist 
sheet as follows t 

•♦In face of repeated American violation of China’s 
territorial air and waters, In bombing Chinese towns 
and strafing Chinese citlzenB*»..i.oountle88 Chinese 
people in Shanghai and oast China who have been 
outraged by the American imperialists durii^ the 
past have been once more roused to indignation, ana 
demand vengesuioc**. 

This refers to the Hationalists* futile and ill-advised bombing 
of cities in 1949-50, using "Amerloan-Chlang Kai-shek bombers”. 

This, and Incidents of occasldnal friction with American troops 
in Shanghai in 1946-46, are used to stir up Chinese troops in Korea. 
The Chinese troops are being told, and seem largely to believe, that 
they are in Korea to stop Aaorlean forcesJJhat plot to seize parts 
of China which the imperialists oovot^But we still teve friends in 
China. Not long ago an American well-known in his community was 
leaving the Chinese port where he had lived. The coolies who carried 
bis baggage, poor as they wer0» refused any pay. 
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Why did the Chines* Ponmunists decide to enter the war in 
Koreat This is risky for many reason*;. China is very^ war-weary. 

It is suffering acute famine and dt^ession. Its war potential is 
quite limited. Communist control within China is incomplete. The 
regime faces a huge task of political and economic consolidation. 
Fresh war threatens to destroy one of the CoffliBunists» feal «ocom- 
pllshments - the checking of inflation. War has the seecis of 
poeslble disintegration, since it glees internal enemies a chance to 
rise. 


The Chinese Communists intervened in Korea for several reasons. 
First, it waa Moscow policy and they wore willing partners of Moscow. 
Their hatred of the United States, ee already shown, is deeply rooted 
in Communlat ideology and in our aid to their foes. Then they want 
to strengthen China’s bargaining position for admission to the UK% 
for general recognition, to have a voice in Korea, to have something 
to trade for Formosa. Also for dictators war is s time-honored 
means to divert attention from ugly internal facts. 

The attack upon South Korea may even have been conceived when 
Mao was in Hoscow early in 1980. Much of the North Korean ariay 
consisted of Kore?ms living in China who were part of China’s Ued 
Army. Thus the attack could have been planned only with full collu- 
sion of tne leaders of Red Chins. 

Also the deployment of the ??ed Chinese army shows that its 
direct entry into the Korean war was long planned if the North 
Koreans needed aid. The prestige of world Communism was at stake 
when North Koreasn resistance began to collapse. Just as the Unitec. 


Ctetes had felt bound to press the UN to act because anything else 
would have condoned aggreaeion and destroyed confidence in common 


action to resist Rusela, so 
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tlMut they WOUI4 losing. 

Besides, Russia hopes to lee the United States distracted 
from SuroUf tiogged do^fn in fruitless wars in Asia. So far as 
possible Ruell^a prefers to fight vloarlousiy using satellite troops 
as cannon fodder. 

Finally, strengthening China's ailltary power is to Red China's 
leaSers.an end in itself. It trains forces for later adventures in 
Southern As^. It puts Red China in a better position to get Russian 

V ; - =f ; . 

arms. Also, as there are fflariy in the Chinese Conimunist movement who 
are patriotic Chinese, there is the possibility that this adventure 
might put China in a better position to deal with Russia , An aggran« 
dized China, ‘inflamed by oonquestSv could be more nearly « partner of 
Russia than a puppet. And an eventual eq ual .J ^^t the Chinese Com- 
munists may have mlsoaloulated ‘the factors. Intervention in Korea 
oould prove to have been a grave blunder for them and for Communism 
in general. 



What is the prospect of a split between China and Russia? 

It is clear that there are baoic elements of friction. In the long 
run Chinese nationalism will not tolerate Russian or other foreign 
dictation. Indeed China may try to Conquer Southern Asih for Itself - 

Indo-China, Slam, Burma, Indonesia the Philippines - following 
in Japan’s footsteps. Certainly China wants Hongkong. Russia will 
not be able to turn China’s nationalism on and off at will. By help- 
ing to stir up rampant nationalism in China, Russia may have opened 

Pandora’s box. The apparent hesitancy of Russia to equip Red China’s 
troops with modern arms, as they equipped the Korth Koreans, may 
be an indication that they realize this. 

In China there is enormous discontent. The Communists have ex- 
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tended to Chine a harsh and alien way of Ilf* •• the Huaslan syetem 
of seeking ende of power, and .prodactlon regardless of human oost. 

They eolleot drastic taxes ^though the farmers starve. They export 
food to Husela despite utter famine *i^ tack of the usuar heavy food 
laports. They even offer a million tons of rice to India in exchange 
for jute. Their vaunted works of reconstruction are built, In effect, 

like tne Egyptian pyranlds - with the bodies of the people. 

Fcrsons lately returned from China aay that each day tmhk-loads 
of beggars are rounded up in Shanghai and shipped out to no-one-knows- 

where. / 

There are hundreds of thousands of hostile guerlHaiuJ^There are 
strong prOoOhineee elements among the Communists, who now have to be 
quiet, but who would like to change if and when they oar. cease being 
Rueelan tools. 

It is clear also that Russia has not relaxed its imperlalistlo 
designs upon China. By dominating China, Russia is realizing its 
ambition to exploit Manchuria, now that Japan is forced off the 
Aaiatio continent as England was foraed out of Europe long ago. There 
are serious unsettled questions about Manchuria, notably as to the 
Chinese Eastern Railway and Dairen. China and Russia rPiaain in basic 
conflict over Manchuria, though for a time it may be beneath the mirfse. 

Another point of friction la Korea. That unhappy country was 
formerly China* s vassal, then was fought for by Russia and Japan when 
China was weak and stood on the side lines. Japan won, but Russia 
moffientarlly took easy control ©f North Korea In 1548. Now China may 
gain the upper hand in influence on Korea, on the Red aide. 

Then there Is the long frontier reschlng westward nearly five 
thousand miles from the sea of Japan into the center of Asia. Russia 
aggression in this region is well-known to the Chinese people, and is 
a real sore point , 

Finally, there are the Russians. Despite playing a clever game 
of Che s* on the international scene, they are pretty crude operators. 
They give little and take much. The influx of hordes of Russian 
technicians and advisers into China in the last two or three years 
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ha* feftiyg^oorly reoelved by ^ Chinese people. Russian clumsiness 
and brutaftty will make enera&s wherever Russia tries to dictate 
policy. 

On the other hand, Isr'r - , I't Is clear that for the short hun 
Russia has se|l*ed control of the Chine »e r evolution through men acting 
aa i^illing puppets. Though they have stirred up bitter resentment 
in Ci^hli ^they have gained fanatical followers. Their overthf’ow does 

not now seim near at hand. > 

Titoism and spread of life* ideas among the satellites are 
causing enormous worry to Russia. But that makes Russia and the 
Kremlin’s stooges everywhere all the more alert to hold the satellites 
in line. One does not lightly revolt against any Communist regime. 

The organization is so strong and ruthless that to fall is suicide, 
Chinn has strong patriotic feeling which the Communists exploit 
by use of the flag, parades, movies and constant propaganda. Eaxly 
Chinese successes in Korea and Red China’s stronger diplomatic posl 
tlon have strengthened the regime - even though the people, long 
distrustful of proflaganda, will not fully believe all they are told. 
But here the Reds are handling a dangerous weapon. Military losses 


and diplomatic defeats can hurt them. 

Then there is Japan. It is easy for clever proRagandlsts to 
present the United States, in the vanguard of the UK, as Japan's 
associate and as supplanting Japan in Korea. 

But the determining factor is that China’ s^ leaders are all 

bound up with Russia. 

Up to a point, Mao can deliver Communist China as a pawn in 

the Russian game. But Red China is more than a Russian puppet. 

It may not be compared with "Manchukuo*, or the Wang Ching-wei 

regime in China during the war, wp' Japanese puppets. These had 
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no popular support, almost 

relit Wao regl*# Ji«* rnuih^ support - fSe Chine ?}% 

troops nowih Korea ooul^ not fight as they are doing did they not 
their hearts in It degree. 


iJoBUBunlst China Is greatly different from such BatolllteB as 
Poluiid a®^ Cseohosloyahia ■ahioh are. held down aainly by crude Russian 
force and have no seaiblanoe of In^fi^ndende. In China the CoBWaunlsts 
won by their o.m efforts - aided by KatlonallBt and Mae rloan blunders 
and by the strains and atresse* caused by long years of war and in- 
flation, Mao and company did no^ prlnarlly by direct n^sian 
Interf ertnee, other than by handing over Japanese arms^ln Manohur a. 

In China public opinion is still a factor. Mao cannot oarry 
China along regardless of oiiythln|7^ or at least he cannot do so In- 
definitely. He can continue to deliver China's policies and action 
to rvussia only If these and Ihe results are, or appear to be, in 
line wltn -China's interests and aspirations. 

CoramunlBt control of China is not likely to b« upset eo long 
as world-wide cocamunleffi is having i^ooeeses. But if ana rdien nussia 
if Involved In grave diffioultles, if China gets Into more and more 
trouble because of the link to Russia, and if adventures beyond 
China's borders bring more griOf than glory, pro-Chlnes© elements 
within the Communists are certain to grow in strenth. Cormnunlst 

China will iinow mors and more independence. And at the right time, 
by action of the right sort by patriotic Chinese with the right kind 
of external aid, China once more can become free. 

The Russian system of trying to do m other countries is 

“against nature % Certainly the ie againet arty 

form of foreign control. It wlll'^not be complete so long as China 
is usedpiaroved tooEeB^slUieaMkttili from 
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any foreign control, Including control by Russia. 

It Is vital to reaeiaber one thin^f that in the 10B«i what 
happens In China depends laoatly upon the Chinese themlfelves. fhough 
long-run factors are working for a split between Red Chius and Russia, 
no one can say how long is the long run. It is wishful thinkli^ to 

V-:' ..--S' 

expect an early split, Xet there are factors that could bring it 
to pass# 



f he free world, and our country in particular, fac# a cost 
thorny dilemma in fighting Chinese aggn^ssion, which is largely 
Russian aggression in disguise, and at the same time not antagoniz- 
ing the Chinese people and trying to woo China away from Russia. 

What should we do , and what should we avoid? 

'(hat happens in the Par East is so vital to us that, as back- 
ground for a wise policy, the public sliould demand of both political 
parties greater national unity and less polltloa about Par "astern 
problems. 

As the basis of policy must not for a moment forget that the 
Chinese and Russian Communist leaders arc allied in a drive to bring 
all Asia under their control, as a step toward world domlnvation. '?hslr 
tactics, whether fighting or negotiation, are only means to that end. 

So long as they maintain their program of aggression, it makes no sense 
to rely upon words Instead of deeds. 

Mow for specific pointaj 

1, We certainly were right to insist, with almost unanimoua bi- 
partisan backing, that Communist China be labelled an aggressor. This 
keeps the record straight and is of enormous moral and propaganda 

value. 00050^^ 



dried by any means. It depends upon a weigirinp of oonseciuenoea and 
baiancing the forces to be ailooated to opposing Coaaunia® ih the 
Fidi^East and elsewhere. Also we should avoid needless suffering 
for l^e Chinese people and playing into the hands of Communist 
propagandtats. 

2. To adaiit Communist China to tne UM, as matters now stand, would 
oondone flagrant aggression. It would condone the lies told the 
Chi&ese people and their unhappy soldiers Intended to make them think 
that it is they who are threatened with "Imperlalistio" attaok by 
Americft, and to disguise Russian Imperialism. It would hurt the UN 

toy addine; a veto in the Security Q^ncll and support for Ruesla’s 
otostructinnlsm. 

The preamtole to the UK charter requires members to "practice 

tolerance and live together in peace as good nelghbore". Also they 
undertake “that armed force shall not be used, save in the conraon 
interest*. If Red China made such proQlsee, would they toe worth 
anything? 

The United States has left it to tne UN to decide uoon China's 
admission. We should insist tnat the members of the UK give realistic 

weight to these taatters, 

3. For similar reasons we are right in refusing to recognize Com- 
ffiuntst China. To recognize Is to enter into diplomatic relations. 

How could one Justify this while the Communist reglffie wages war 
against the UH? To have recognized theni over a year ago, when they 
drove Kstionallst troops from the mainland, probably, though this is 
not certain, would have had little effect upon the course of events. 
Look how the Communists heaped Insults upon the British after they 
recognized tne regime, refusing to recognize back. But American 
recognition would have been a bitter disappointment to the great 
body of Chinese who oppose ooomunlsm, would have helped the new 
regime Appr®emlBfeai1IM^ a«9fl/(Mll1^1ClhfiR0>pa»® Faraoea. 
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4 * W® should prevent the Oommunlsts from seizing Formosa. It 
does MSks sense to hand over Formosa to a regime so oiearly 
engf “i:;5 ikl aggressive war as are tlpws Chinese Gofamunists. Or to 
turn over to their tender morciee the Western-minded Chinese now 
Formosa vho will he heeded when China can again he free - not to 
speiilk,^ of the hapless Formosan e, 

h. 'e should keep on with the fight in Korea. As rearmament goes 
ahead, tlis UK may well increaaa its strength there, to the extent 
oonsistent with needs elsewhere, yhe war in Asia, as Hu Shih and 
others believe, may be Russie’s main war effort for some time to 


coma. Fighting in Korea lessens the chances of aggression by 
Coasajanist Chino elsewhere. It la a safeguard to Japan. It noartens 
the opponents of Communism in dbdno as well as tnroughout the free 
world, who got a big lift when the UR acted in Korea. To settle on 
Communiat terms viould be a grave defeat. In any event, the record 
must be kept straight, and aggression remain labelled as suca and 
unratifled by any appeasing action by the UK. 

6. ..e should intensify the spread of the facta and make intelli- 

gent propaganda by the Voice of America and other means in support 
of UN intervention and American relation to Korea in every practi- 
cable way in China and in all other parts of the world. 

Equally, or even more important, we must avoid serious blunders. 
1, Certainly we should not be drawn into a general war against 
Chins or Chinese territory. This would be futile. Only the Chinese 
can run China. The years of Japanese effort at conquest only bogged 
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them In .a morose, ‘ , 

2» A ll3iit«5cl wsir by li>iCMRl3int; and niiva?w bombardment far from the 
combat sons vould llkewtee be futSfc^ China has few important targets 
and the danage to these ->royld be far more thnn offset by the lift 
to Cominunlet morale within China ti^ wou3ld come from resentaWBnt of 
those in the regions attacked. An ' one who experienced soorea of 
air-raids in China during the Sino- Japanese war, I can test if y to the 
aid they gave to Chines© morale and the relatively minor damai^e done 
or that could have been done to the war effort of China. 

3. Bombing of troops and flupplles and perhaps munitions pliaats, 
in tix© immediate zone near to Korea, might be an exception to the 
above. But this shoull not be done unless really major air attacks 
are made on our forces and shipping, and unless the UN is prepared to 
run the risk of bringing Hus sia into the War. Russian planes and 
submarines ooulct be run by “volunteers'*, perhaps in first instance 

of Asif tic extraction. 

If for any reason UN planes should be flying over Tnlneso 
territory. In most regions they should .drop leaflets and not bombs. 
The Chinese did this in 1938 when they sent their one and only flight 
of planes over Japan, 

4, There should be no ill-considered intervention in China's 
Internal affairs. Some form of external aid to overthrow the 


Communists la sure to be needed. But it Is a highly delicate matter, 
and a blundf;r could have the gravest consepuenoes. The people as a 
whole doubtless wish to rid themselves of the Communists, but both 
foreigners and Chinese x^ho lately have left China doubt that the 
people v'ould favor return of the old regime - cer’talnly without 
drastic changes, and the Communists have strong backing among sec- 
tions of the people of China - as shown by their morale in Korea. 
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can be thrown out only Tby e rev^t from within, or 
« gerrt&te nopular movement within Ohlna which, in turn, will lead 

to revolt fruffi within* .=;i 

■■■’■•' 1'"' •.-■■’Vt''' 

7n . rtjipifejSnntw forel^* intervention is likely ; th -joliaily 
pilhilc Gain ion behindKl^M^® ‘^ho oppose it most "voca'.i5^ and vig*- - 
rouBij. It is eGsy tor the '•ins" to rally the public as a wi^l^, 
end even a good aharo of the “outs”, on that issue. Look w^-^t 
happened wo opposed Peron in Argentine. Ill-oonaldereG intt.r- 

veatiuu iJU ‘ nn could l#iid to e failure and defeat uould 

gtroagthan the hold of |the Cowiaunists. also it could cause hU{::,o 
RufiorlniS :incl loss nf life to liberal and doaoeratic element a - 
in 1 act Just talk about has already done oo. 

uur govoi-i-itient wlit be wise . if it seeks and considers with care 
tlid CQuriael of patriotic Ihinefe outside of Ohina - Indepei^nta as 
well ae !l 3 tionalifitB - as to the best means and tha tiainp; of events 
to seek the overthrow of the present regloso and the likely ?esUit of 
any givan actlnn that might smack of foreign interference. 

7ina:L7.y, wa must not f orgeV that Russia has its ovm troubles 
and its dllornaa in China. In stirring up nationailsm it unsh *M-he8 
a t>io-ougec: sword. For the present Chinese nationaiiR'a mrP/ hs^sp 
Russia, But the Chinese people are too proud and patriotio and 
ccnscioue cf their long and diatlhguished history to stand Inue- 
finitely for- any alien doalhatlon. 
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